1. The total number of uses of force, by type of force used, between 2013- 
2017 (separated by year). 

2013 - total 96 

Breakdown- 

Arm bar - 1 
Carotid - 2 
Control Hold - 5 
K9 - 4 

Leg Sweep - 5 
Physically Restrained - 6 
RCB Baton - 4 
Struck w/knee - 2 
Struck w/foot - 3 
Struck w/hands - 3 
Taken to ground - 16 
TARP - 10 
Taser - 22 
Wrist lock - 4 
OC - 6 
40mm - 1 
PIT - 1 

Ram w/veh - 1 

2014 - total 101 

Breakdown- 

Arm bar - 5 

Headlock - 1 

K9 - 11 

Leg Sweep - 2 

Physically Restrained - 7 

RCB Baton - 4 

Struck w/foot - 1 

Struck w/hands - 5 

Taken to ground - 17 

TARP - 15 

Taser - 15 

Wrist lock - 9 

OC - 2 

40mm - 2 



2015 - total 143 


Breakdown- 

Arm bar - 4 
Carotid - 5 
Handcuff - 15 
K9 - 4 

Leg Sweep - 6 
Physically Restrained - 4 
RCB Baton - 9 
Struck w/foot - 3 
Struck w/hands - 5 
Taken to ground - 25 
TARP - 18 
Taser - 26 
Wrist lock - 3 
OC - 7 
40mm - 2 
Struck w/rifle - 1 
Passive restraint - 1 

2016 - total 151 

Breakdown - 

Arm bar - 3 

Carotid - 3 

Control Hold - 1 

Handcuff - 26 

Headlock - 1 

K9 - 19 

Leg Sweep - 5 

Physically Restrained - 4 

RCB Baton - 7 

Struck w/knee - 1 

Struck w/elbow - 2 

Struck w/foot - 3 

Struck w/hands - 8 

Taken to ground - 27 

TARP - 14 

Taser - 23 

Wrist lock - 6 

OC - 3 


2017 - total 182 



Breakdown - 


Arm bar - 1 
Carotid - 1 
Control Hold - 4 
Handcuff - 45 
Headlock - 1 
K9 - 7 

Leg Sweep - 7 
Not indicated - 1 
Physical Altercation - 3 
Physically Restrained - 18 
RCB Baton - 1 
Struck w/knee - 8 
Struck w/elbow - 1 
Struck w/foot - 3 
Struck w/hands - 11 
Taken to ground - 33 
TARP - 16 
Taser - 17 
Wrist lock - 4 
OC - 6 
40mm - 1 
PIT - 1 

Ram w/veh - 1 


2. The total number of use of force complaints reported between 2013- 
2017 (separated by year). 

2013 - 1 

2014 - 0 

2015 - 2 

2016 - 2 
2017 - 0 


3. The total number of use of force complaints sustained between 2013- 
2017 (separated by year). 


2013 - 2017 - 0 



